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SUBJECT: INSTALLATION OF TORREX 150 
REF: ATHENS 9078 

FOLLOWING IS INFO REQUESTED REFTEL: 

1. BELOW-GROUND AREA IS FELT INADEQUATE SPACE FOR 
HOUSING TORREX 150. EMBASSY PLANS TO PLACE UNIT IN 
XEROX ROOM WHICH REMAINS LOCKED EXCEPT WHILE IN USE. 

2. UNIT IS MARKED AS BEING 220 VOLTS, 50HZ, 3 PHASE. 
EMBASSY HAS 1 10 VOLT ONE-PHASE WIRING. 

3. FOR A/SY/FO: TORREX 150 SUSTAINED SURF ACE- AND MAYBE 
EVEN INTERIOR- DAHJGH DUE TO EXTREMELY POOR PACKING 
USED. SIDES OF PACKING CRATE WERE 1/4 INCH CARDBOARD/ 
PLYWOOD MIXTURE, WHICH BARELY MAKE IT SUITABLE FOR 
DOMESTIC SHIPMENT MUCH LESS FORWARDING TO ALGIERS. 
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